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This catalog is published to ac- 
quaint the reader with the broad 
Sargent line of advanced architec- 
tural hardware. It is not the intent 
of this catalog to provide complete 
technical data, but rather to state 
the pertinent features of the major 
Sargent lines. 


It is the belief of Sargent & Com- 
pany that hardware should com- 
plement. the architect's design 
without asserting its presence. 
Each product should blend in and 
belong... but with the perfection 
of a precision instrument in its 
own right. 


Each lock, door closer or exit de- 
vice should suggest the quality of 
its internal engineering ... the 
strength, precision and security 
that endure as much as its style. 
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SELECTION GUIDE 
FINISHES 


Polished Brass 

Dull Brass 

Dull Bronze 

Dull Bronze, Oxidized and Oil Rubbed 
Dull Bronze, Oxidized and Lacquered 
Statuary Dark Bronze, Lacquered 
Chrome 

Dull Chrome 

Satin Anodized Aluminum 

Polished Stainless Steel 

Satin Stainless Steel 

Aluminum Enamel 

Bronze Enamel 

Bronze Enamel to match 10B 

Bronze Enamel to match 20D 


HANDING 
Peat nee oy Hand Left Hand Right Hand 
Reverse Bevel Reverse Bevel 
LHRB’”’ ‘‘RHRB 
(OUTSIDE) (OUTSIDE) 


HOW TO SPECIFY SARGENT PRODUCTS 


To epeclly complete Sargent locksets, include — 


Series Function | Design Finish - Hand 


Example: Tae 05 LL 10 RH 
To specify Sargent Door Closers, include — 

Finish* | Series & Size Hand Arm 
Example: EN 153 R 0 


* When ordering plated finishes, specify finish last (example: 
153R-0 x US 10) 


To specify Sargent Exit Devices, include — 


Device Strike Number ag 
Number | Trim| &Lip Length | Hand Finish 


Example: 9804 STS 632% 3.44ip LHRB 10 
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THE SARGENT 
MAXIMUM SECURITY SYSTEM 


“SISARGENT| 
KESO | 


This Sargent system, which utilizes a new concept 
in cylinder construction, offers the building owner 
greater security by virtue of several unique features: 


e Highly pick-resistant cylinders —a fan- 
) shaped arrangement of twelve key pins bars 
the way to picking. ia 
e Key control — owner retains control over du- 
plication of keys by unauthorized persons. 
Keys must be ordered from factory. 


e Expanded levels of masterkeying — four ad- 
ditional levels of masterkeying are available 
with no loss of security. 

e Each system proprietary — no Sargent Maxi- 
mum Security System installation will ever be 
duplicated . . . security of the system is 
assured. 


The Sargent Maximum Security System cylinder is 
available for all Sargent Mortise Locks; key-in- 
knob MagnaLocks and IntegraLocks; and 90 Series 
Exit Devices. Removable Core and Construction 
Core Cylinders are also included in the system. 
One version of the cylinder is U.L. Listed for 
burglary protection. | pe 


Auxiliary Locks, including padlocks, 
utility and locker locks are also 
available. ~~ 
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full-duty 
lock lines 


Precision, richness of design, and 
years-ahead engineering combine to 
make the Sargent lock line the ideal 
choice for all requirements of modern 
construction. Quality lockmaking is an 
art. It is this art that brings to the ulti- 
mate user a sense of security and the 
knowledge that his hardware will en- 
dure through the years. Sargent full- 
duty lock lines are backed by over a 
century of hardware experience, 
famed for an impressive list of industry 
firsts. 


INTEGRALOCK 


A patented, modern key-in-knob lock with true deadbolt 
security, Combining all the best features of both unit 
and mortise locks e Available in all conventional func- 
tions with wide choice of trim e Fast, three-step installa- 
tion e Anti-friction latch bolt with nylon inserts e Sim- 
plified mechanism, steel moving parts, nylon bushings, 
oilite bearings 


Series 7600 


specifications Ordering Prefix ‘‘76” 


Conform to Federal Specification Series 140 


Integralock locksets and latch sets may be substituted 
for mortise type and cylindrical type locks at option 
of supplier.when the option is included in the project 
specifications. 


For Doors .......1%” (to 24%” if so specified). 
Case..................Cold rolled Steel. Zinc chronak plated. 
Front ............... Brass, Bronze, Aluminum. 

Strike ........... Brass, Bronze, Stainless Steel. ASA 


Standard A-115.2. With Wrought Alumi- 
num strike box. 


Latch Bolt ....... Anti-Friction, Extruded Brass, with Ny- 
lon insert; 14” throw. 

Dead Bolt ......... Extruded Brass, 14” throw. 

Guard Bolt ..... Extruded Brass. 

Keys... Two, Nickel Silver. 

Cylinder ..... potiee Brass, 5- or 6-pin tumbler. 
Maximum Security System available. 

Attaching 

SCheWS eres to. Phillips head, combination machine 
and wood. 

Projection ........ Maximum knob projection is 27/4’. 

Finishes ............. 3, 4,10) 10B; TOBE s20D) 26 %-26D).28' 
B2282D: 


4 % A 
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~ 
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SENTRYLOCK 


Standard-duty bored lock, ideal for fine homes, apart- 
ment houses, light commercial structures and shopping 
centers e “‘T” Zone construction .. . Aligning tube and 
latch tube interlock to form unit stronger than the door 
itself . . . Particularly torque resistant in critical twist 
area e Completely reversible e Full 2'4” backset (will 
fit 294’ backset cutout of Type 160), non-loosening roses 
and stainless steel retractors assure maintenance-free 
operation and endurance e Also availble with 234” and 
5” backsets 


29 
a | 
Type 160 Cut-out ) 


Series 6 Line 


specifications Ordering Prefix “6” 

Conform to Federal Specification Series 160 

For Doors ........ 134” to 13%” thick. 

Case................. Steel, Zinc-dichromate plate and Chro- 
nak-dipped. 

Frontic sco tae Brass, Bronze, Aluminum. 

Strikevo a Curved lip, No. 600 ASA A-115.3. Brass, 


Bronze, Stainless Steel. With Wrought 
Aluminum box. No. 808 ASA A-115.2 
strike available on order. 


ange e cnr Universal, not handed. 
Latch Bolt... Hard Drawn Solid Brass, 4” throw. 
Two Springs .... Light on latch, firm on knob. 


Aligning Tube |. High-pressure formed Aluminum. 


Keys oo. Two, Nickel Silver. 

Cylinder............. Brass, 5-pin tumbler. 

Escutcheons .... Wrought Brass, Bronze, Stainless Steel, 

or Roses Aluminum and Fired Copper. 

Knobs.._.............. Wrought Brass, Bronze, Stainless Steel, 
Aluminum and Delrin. 

Projection ......... Maximum knob projection from 13%” 
door is 2'%,”. 

Finishes ............ 3, 4, 10, 10B, 10BL, 20D, 26, 26D, 28, 
S232): 


NOTE: SentryLock available with 234” backset for stock 
metal doors prepared for Federal Type 161 Series 
Locks, with self-adjusting front 244” x 1%” for 
both flat and beveled doors. Construction key 
system available with 6-pin cylinder. 
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LEVER HANDLES 


Available in Brass, Bronze, Aluminum, Stainless Steel 


OCEANSPRAY DESIGN — LNE 
Lever: E; 4”* Rose: LN 


SEAWING DESIGN —LNA 
Lever: A; 4%,""* Rose: LN 


Rose-less: Specify LPA Rose-less: Specify LPE 


NORTHWIND DESIGN — LNB 
Lever: B; 4544”* Rose: LN 


SEABREEZE DESIGN — LNF 
Lever: F;4”* Rose: LN 


Rose-less: Specify LOB Rose-less Specify LPF 


NORTHCOAST DESIGN — LNG 
Lever: G; 413%4,* Rose: LN 


SEASWEPT DESIGN — LNC 
Lever: C; 434’"* Rose: LN 


Rose-less: Specify LOC Rose-less: Specify LPG 


» VIKING DESIGN — LND 
fi Lever: D; 4%""* Rose: LN 
Rose-less: Specify LOD 


NORDIC DESIGN — LNJ 
Lever: J; 42%,"* Rose: LN 
Rose-less: Specify LPJ 


*Length of lever from center of spindle to end. 
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STRIKING “ROSE-LESS” TRIM 


LPA illustrated 


All Sargent lever handles are available 
in the new rose-less trim. In lieu of a 
rose, a near-invisible bushing is used. 
To order, specify the 11-8100 or 8200 
Series Mortise Locks. 


ESCUTCHEON DESIGNS 


Brass, Bronze, 
Aluminum. 


All lever handles 
shown on this page 
are available with this 
sleek, elongated cast 
escutcheon. 


Escutcheon: 
LES exes ¥ 


LEF illustrated 


ee ee a 


HARDING DESIGN — GM* 
Rose: G — Cold Forged 
Knob: M — Wrought 


VAN BUREN — UF 
(Not available for 


IntegraLock) 
Rose: U — Cold Forged 
Knob: F — Cast 


JUPITER DESIGN — KBB* 
(For Mortise Lock only) 


Rose: KB — Cast 

Knob: KB — Cast 

For IntegraLock and 
MagnaLock, order as KLO* 
Rose: KL — 334” diam. 
Knob: KO — 91,4diam. 


Rose 


KENT DESIGN — KLP 


Rose: KL — Cast 
Knob: KP — Cast 
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Rose 3” Knob 244” 


ARTHUR DESIGN — GA 


Rose: G — Cold Forged 
Knob: A — Hot Forged 


Knob 


WILSON DESIGN — DM* 


(Not available for 
IntegraLock) 

Rose: D — Wrought 
Knob: M — Wrought 


KRONOS DESIGN — KBD* 
(For Mortise Lock only) 


Rose: KB — Cast 
Knob: KD — Cast 


Knob 2” 


LAUREL DESIGN — LD* 


Rose: L —- Wrought 
Knob: D — Wrought 


TYLER DESIGN — YM* 


GRANT DESIGN — GR 
Rose: G — Cold Forged 
Knob: R — Cold Forged 
ALSO AC-(not available for 
Mortise Lock) Wrought trim. 
ALSO GC-(Stainless Steel 


only) Cold Forged rose, 
Wrought knob. 


COOLIDGE DESIGN — OL* 
(Not available for 
IntegraLock) 


Rose: 0 — Wrought 
Knob: L — Wrought 


HARDING DESIGN — GM2* 
(Not available for Rose: G — Cold Forged 
IntegraLock) Knob: M2 — Delrin 
Rose: Y — Wrought 
Knob: M — Wrought 


JUNO DESIGN — KAD* 
(For Mortise Lock only) 


Rose: KA — Cast 
Knob: KD — Cast 


MARS DESIGN — KAB* 
(For Mortise Lock only) 


Rose: KA — Cast 
Knob: KB — Cast 


OXFORD DESIGN — OD* 


Rose: 0 — Wrought 
Knob: D — Wrought 


CROMWELL DESIGN — KMP 
Rose: KM — Cast 
Knob: KP — Cast 
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CLEVELAND DESIGN — LL* FILLMORE DESIGN — GF JEFFERSON DESIGN — EG* POLK DESIGN — EC* 


ie eae. Rose: E — Wrought Rose: E — Wrought 
Ae eee bee ie Knob: G — Wrought Knob: C — Wrought 


G3A2 DESIGN TRECs KEC haaliree mee lah — KEA parece rare ey mage 
Rose: G3 — Fired Copper (For Mortise Lock only) or Mortise Lock only) or locks using ose. 
Knob: A2 — Delrin Escutcheon: KE — Cast Escutcheon: KE — Cast Orders No. 526 for Mag- 
Rose Ring: Wrought Knob: KC — Cast Knob: KA — Cast Rar Ons: 


Finishes: 3, 9, 26 


ATHENA DESIGN — KDA* VULCAN DESIGN — KDC* THOR DESIGN — KCC* JOVE DESIGN — KCA* SSH SERIES 


(For Mortise Lock only) (For Mortise Lock only) (For Mortise Lock only) (For Mortise Lock only) (For Mortise Lock only) 
- Rose: KD — Cast Rose: KD — Cast Rose Bushing: KC Rose Bushing: KC Rose: 573 — Forged 
| Knob: KA — Cast Knob: KC — Cast Knob: KC — Cast Knob: KA — Cast Knob: 1872 — Cast 
For MagnaLock, order 
| as KMO 


| Rose: KM — 27%” diam. 
Knob: KO — 914” diam. 


SAYBROOK DESIGN — YN* SUFFIELD DESIGN — DS* DARIEN DESIGN — DD* DANBURY DESIGN — B2A3* ENFIELD DESIGN — EJ* 
Rose: Y — Wrought Rose: D — Wrought. Rose: D — Wrought Rose: D2 — Fired Copper He E — Wrought 
Knob: N — Wrought Knob: S — Wrought Knob: D — Wrought Knob: A3 — Delrin nob: J — Wrought 


Pictured with No. 560 
Rose Ring accessory 


Functions 


LOCATION 


Office, 
Dormitory 
or Motel Room 


Entrance 
or Office 


Entrance 


Hospital 
or Class Room 


Class Room 
Dead Lock 


Store Room 
or Service 


Store or 
Store Room 


All Purpose, 
Dormitory or 
Store Room 


All Purpose, 
Dormitory or 
Store Room 


Passage 


Exit 
or Playcourt 


Exit 
or Playcourt 


Hospital Room 
Emergency 
Latch 
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The following chart lists representative functions and their 


variations within each of the four lines. 


OPERATION 


24 By both knobs. Outside locked by inside push 
button. Key or inside knob releases outside Knob and 
inside button. (Closing door does not release outside 
knob or button.) Deadlocking (Guarded) Latch bolt. 


05 By both knobs. From outside by key. Outside knob 
locked or unlocked by button. Deadlocking (Guarded) 
Latch bolt. 


45 Both: bolts from outside by key. Dead bolt from 
inside by turn lever. Latch bolt from both sides by 
Knobs, except when outside locked by stop in front. 


37 From outside by knob except when locked from 
outside by key. From inside by knob at all times. Dead- 
locking (Guarded) Latch bolt. 


87 (IntegraLock and MagnaLock) Similar function but 
with hold-back feature. 


03 From outside by key. From inside by turn knob to 
retract bolt but not to project it. 


04 From outside by key, inside by knob. Outside knob 
is rigid at all times. Deadlocking (Guarded) Latch bolt. 


26 By both knobs. Key on either side locks or unlocks. 


25 Dead bolt from outside by key, from inside by turn 
lever. Latch bolt from both sides by Knobs. 


25 By inside knob at all times. Outside knob locked 
by inside push button, opened by outside key. Key or 
inside Knob releases button except if button is turned 

with coin while in depressed position. Closing door 

coer not release button. Deadlocking (Guarded) Latch 
olt. 


15 By both knobs. 


06 By both knobs. Outside knob is locked and un- 
locked by stop button. Deadlocking (Guarded) Latch 
bolt. No key operation. 


47 By outside knob except when locked by inside 
key. From inside by knob at all times. Deadlocking 
(Guarded) Latch bolt. 


88 To keep hospital patient room door closed during 
fire, preventing entrance of smoke. Latchbolt retracted 
in normal operation, permitting push-pull operation . 


INTEGRALOCK 


Not available 


Button in face 


Not available 


Deadbolt from both 
sides by key. 


Not available 


Button in front 


Not available 


Dy Baa’ 


a ee oy 


St ae ee re 


mt Re 


\4 yy 


* Lever handle functions, marked by as- 
terisk, are available in 8100 and 8200 
Series. Otherwise, in 8100 Series only. 
Sectional trim line drawings apply to 
7700 Series functions. 


i i 

| 
} 

| | 

i 

| | 


| : ' = | ] | i i - 
| | 1 oo. i | | } —— — 
} e i f SN, wot | | i | — ~~ 
STE | f \ J. f | b | eT | | ff ~~ on 4 VA = 21 
ha) | ‘ie re} | 1 —tT ) — | tia —=}+ f »\ : ae 
| | : f \ { | | ; . f n~my\ \ Ly 
\ jist | | | | j { dD | \ | 
\ } \ | | | NY j eA J 
f } \ yf i | | { | ae é \ ry 
| | tf —— } | i | | Nee AN 4 H 
| = | | | “— ——— 
' | la-a | | | | { | 
j | 2 | Tt | | | 7 
{ has } eyes | | Sy | och. | Kn j = 
f \ | f \ : / \ “a \ | 4 \ fa } aN 
4} 1 \\ | f \ / \ v] \ f \ 1 ‘. Zé \\ 
\ | f \\ } 1 : ] ' | { | ! \ | { 
| \ j | \ } | t i } { | } \ } | t t f { } ) 
i AS .// | ee Pe? f t | ae ee | } X j \ j \ , f 1 jd i 
| res } Sy | — ~y/ | hae J \ / ‘| Ke =); te ay 
z 7 | ZT 7 { — 7 < —/ ’ 7 \ - | \ —_/ 4 
t ——— ’ ¢ | , ¢ ~e ‘ . ¢ = fi EE he i 
j t Sf i | - \ } = ‘ ] - _— ¢ i 
| —, ees | af | | fi =, iw f= \ : ts — —= | 
fe = a | a —_ 4. > - — | i J) oe la I 
$$ — —_— = ==] a > : od = 
tT = SS a : } ==—— _ t = ——s | | — - — { 
\ ; | | f : / i \ - | F = | 
> 1© | ic OF i 1G 0} 5 = | i = 5} = 5) 5 
=) | t } } | | } | | | | I] i if 
: ——_—— — ——— — } | — — - | - -= \ — —___—_— L | ao ea =< — “ Vv 
t —— — — = - : — ae { | —— | ! —— - — | 
| 7 | ~~] i cet 1] | — = f . ——— J a ‘= > ES f =I { ee > f 7 | 
| ; =< | — | - q | . d ——¢ | —, ( A= f | 
/ \ Varma | | ane | ——«e - . | >—— « | )- é ‘ 
i ~ ! ) 5 \ : t—-—~ = > A —» | | f \ } ya \ 
/ \ f \ | | / \ | eS | \ f \ 4— = A > 
i \ |} f{ \ 1 : J \ f \ | 7 f | = 
{ { t i } i i | | ] {f | } 


8.30/Sa 


“y 
ey 


+ MagnaLock functions, marked by dagger, 
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LOCATION OPERATION INTEGRALOCK 


10 By both handles. Dead bolt from outside by key, 


inside by turn lever. Inside handle retracts latch bolt 
Entrance & and dead bolt. Not availabl 
Exit Wei ot available 

11. (Two cylinders) Similar to 10 except that dead bolt 


operates from inside by key. 


Patio 63 By both knobs. Turn button in inside knob locks 
Exit or unlocked outside knob. No key operation. Deadlock- Not available 
Or EXI ing (Guarded) Latch bolt. | 
Exit Latch 13. By inside knob at all times. Outside knob rigid at Not available 


all times. Deadlocking (Guarded) Latch bolt. 


10) 
t : 16 By key from outside. By knob from either side 
Public Toilet, except when outside is locked from inside by key. ce 
Stair, Exterior Deadlocking (Guarded) Latch bolt. fax 
Asylum 17 Both sides by key. Both knobs rigid at all times. 


Deadlocking (Guarded) Latch bolt. 


50 Outside knob rigid at all times. From outside by 
guest key, master or grand master key, except when 

Hotel, Motel inside turn lever (or push button) is used. Emergency 
key operates at all times. Outside is equipped with indi- 
cator button. 


Dead bolt by turn 
lever. Emergency key 
acts as shut-out key. 


54 By both knobs. Locked by push button inside or 
key outside. Turning inside knob or closing door re- 
Dormitory leases push button and unlocks outside knob, unless Not available 
outside knob has been locked by key. Key outside un- 
locks outside knob and releases push button. 


© 
: Inside turn locks 
Privacy 64 By both knobs. Can be locked from inside. [S and unlocks dead 
= bolt lever. 
10} 
65 By both knobs. Can be locked from inside. Emer- 
: ‘ gency opening from outside. C) 
Private Toilet 65-2 (MagnaLock and SentryLock only) By both knobs. ec pee pea ee 
or Bathroom Can be locked from inside. Oversize emergency re- = aoe UNLOCKS 
lease in outside knob for quick entry, and non-lockout @ oa 
feature. 
75 By both knobs. Can be locked on either side. Both @ 
sides must be unlocked for entrance. a Two peed polls 
Communicating 75-2 (MagnaLock and SentryLock only) Outside flush eS Erilviby Hite et 
T-Turn, locked by inside turn button. Deadlocking — rier racials 
(Guarded Latch bolt.) @ : 


39 Blank plate outside. Key inside locks or unlocks 
inside Knob. No outside operation. Deadlocking 


Exit or Twin (Guarded) Latch bolt. 
. . aes Not available 
Communicating 15-3 Blank plate outside. By inside knob at all times. 
No outside operation. Deadlocking (Guarded) Latch 
bolt. 


21 + By outside key. By inside turn lever. ; 
22 From both sides by key. Not available 


94 Double Pull. Knob both sides. No mechanical 
Knob Pulls operation. 


93 One side only. | 


Dead Lock 
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Lever handle functions, marked by as- 
terisk, are available in 8100 and 8200 
Series. Otherwise, in 8100 Series only. + MagnaLock functions, marked by dagger, 


Sectional trim line drawings apply to are available in Corrosion Resistant 2 | = e248 
7700 Series functions. Series 9 Line. builders hardware 
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90 SERIES ... with chassis mounted unit construction 


A full matched line of exit devices all UL Panic Listed 
for Safety, including Labelled Fire Exit Hardware 


Safest, easiest to operate « all finishes and functions ° easiest to install and maintain * positive operating mech- 
anism for instant release + quiet, easy closing, even at slow speeds ° stainless steel pivot pins and springs 
rugged construction with heavy cold drawn covers, pressure formed brass chassis, and extra heavy crossbars 
and arms » 34” throw latch bolts. 


Exit Herdiies 
Fire Mules: ors uN 


Been Morice E De- 
er ertical Rod Devic es fede: anc iC 


in ihe fee: Eauiement List All Sacguen 90 Soles 
Exit Devices are listed for Panic. 


i=] LOOK FOR 
i THIS LABEL 


FIRE S BaGk ASBEMRLEE : 


Re-examination Service for Panic 
Re-examination Service for Fire 


Single Point Locks and Latches for Fire Doors are inves- 
tigated only from Fire Protection viewpoint, not as Panic 
Hardware. For Panic Hardware see U.L. Accident Equip- 
ment List. Sargent Mortise Locks for Exit Devices are 
listed under Re-examination Service for Fire in the Build- 
ing Material List under Hardware, Fire Door Accessories 
Section. Sargent Mortise Devices are a/so listed for 
Panic in the Accident Equipment List. 


Supplementary Label 
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SPECIFICATIONS TRIM 


LATCH 


PUSH . . . PULL OPERATION 


Series 115 Hospital Latches 
are engineered for ease of 
use, by a slight nudge or 
gentle pull. With slimly ta- 
pered, contoured handles, 
they possess all the ele- 
ments of tasteful, yet func- 
tional design. 


Series 115 Latches have a 
standard backset of 5”. A 7” 
-backset is available on or- 
der (specify 26-115). 


SPECIFICATIONS 
Bronze, Stainless Steel 
Bolt... Brass, 4” throw. 
Strike... ASA A115.3 strike, 
with friction-reducing inner 
lip, packed standard. 


PULLS 


3140 SLL 
1344" x 154" 


3140 SLS 
Qi!" x olipaye 
Extruded 


Extruded 
Brass, Bronze, 
Aluminum, 
Stainless Steel 


3327 

Qi” "4 1” 

Cast 

Brass, Bronze, 
Aluminum, 
Stainless Steel 


Brass, Bronze, 
Aluminum, 
Stainless Steel 


3304 

WU a Aw 
Extruded 
Brass, Bronze, 
Aluminum, 
Stainless Steel 


OTHER PRODUCTS 

Auxiliary Door Holders e Auxiliary Locks e Chain 
Door Guards e Door Silencers e Flush Bolts e Hand 
Rail Brackets e Kick Plates e Push and Pull Bars e 
Residential Locks and Latches e Plier-Type Hand 
Tools 


3135 PMC 
Sexo 
Cast Brass, 
Bronze 


Push Plate 
3015 PMC 


3135 MAB 
ee AP 
Extruded 
Brass, Bronze, 
Aluminum, 
Stainless Steel 


Push Plate 
3015 MAB 


UL Listed 


SARGENT: 
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OVERHEAD DOOR 
HOLDERS AND STOPS 


Extruded Bronze 


990, 1540 SERIES SURFACE APPLIED 
690, 1530 SERIES CONCEALED 


MAGNAMATIC® DOOR HOLDER 


An electromagnetic wall or floor mounted device for use 
with self-closing fire and smoke barrier doors. Upon any 
interruption of current, activation of any fire detection 
system or by manual switch, doors are released for 
simultaneous closing. 


1501 — For 120 volts AC, 60 cps; 3 watts 
1503 — For 24 volts DC or AC, 60 cps; 3 watts 


SMOKE SWITCH, 
NO. 1511 


A highly sensitive automatic 
switching device for the re- 
mote operation of door re- 
leases, alarm signals or venti- 
lating equipment. 


Power Requirements .....................0000 120 volts AC, 60 cps 
Control Relay Switching Action............ SPDT (1 Form C) 
Control Relay Contact Ratings ............ 1.0 Ampere @ 120 volts AC 


1300 SERIES 
AUTOMATIC 
DOOR 
HOLDERS 
AND STOPS 


Wall and floor 
types. Chassis 
mounted, with 
adjustable holding force. 


STOPS 
AND 
BUMPERS 


Complete —/¢ >, 

| line for all 
applications, 
with or without hooks. 


HOSPITAL 


3310 

834" xX eA 
Forged 

Brass, Bronze, 
Aluminum, 
Stainless Steel 


DOOR KNOB AND 
WALL BUMPERS 


Convex and Concave 
Rubbers, Surface or 
Concealed Mounting. 


SARGENT AND COMPANY «© 100 SARGENT DRIVE « NEW HAVEN, CONN. 06509 


Form No. SW-1972 


Litho in U.S.A. 


